ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 
SUPERVISO 
R 


1200 


1310/1320 


1330/1340 


1345/1350 


1350/1355 


1350/1405 


1410/1420 


1440/1450 


1450/1500 


F-B-5 / VEHICLE # 5 
12-08-15 

C. MOONEY # 124 
P. GONZALES # 148 
M. COOGLE 


BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER 


BUSINESS CONTACT AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE MARLENE. ALL 
CHECKED OK. 


ASSIST F-B-2 AT 6051 HOLLYWOOD BLVD. ( GOWER 
PLAZA ) REGARDING TWO 415 SUBJECTS. 


CITIZEN CONTACT, TWO 415 SUBJECTS AT 1413 VINE 
STREET (MC DONALD’S ). ADVISED TWO. 


BUSINESS CONTACT AT 1123 VINE STREET ( THE 
PEOPLE HAIR SALON ). WE SPOKE TO THE OWNER 
JULIA. ALL CHECKED OK. 


RADIO CALL AT BUZZ FEED REGARDING A 415 FEMALE 
SCREAMING. WE SPOKE TO THE SUBJECT. THERE WERE 
NO ISSUES AT THIS TIME. 


BUSINESS CONTACT AT 5751 SUNSET BLVD. 
( DENNY’S ) . WE SPOKE TO EMPLOYEE RODGER. THERE 
WERE NO ISSUES AT THIS TIME. 


BUSINESS CONTACT AT THE SUNSET GOWER 
STUDIOS (THE NORTHWEST PARKING LOT ). WE SPOKE 
TO SECURITY ROSA. ALL CHECKED OK. 


RADIO CALL AT 1503 CAHUENGA REGARDING A 415 
SUBJECT SMOKING IN THE RESTRICTED AREA. THE 
SUBJECT LEFT THE LOCATION UPON OUR ARRIVAL. WE 
ALSO SPOKE TO THE R/P. 
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1530/1535 


1545/1615 


1635/1640 


1630/1635 


1640/1655 


1700/1715 


1715/1720 


1550/1820 


1800/1810 


1830/1835 


1840/1845 


1910/1920 


1930/1940 


2000/2010 


BUSINESS CONTACT AT 6100 SUNSET ( RITE AID ). WE 
SPOKE TO THE MANAGER DAVID. ALL CHECKED OK. 


CODE-7. 


BUSINESS CHECK AT 1240 VINE STREET ( OFFICE 
DEPOT ). WE CHECKED THE PERIMETER FOR ISSUES. 
NONE OBSERVED, 


BUSINESS CONTACT AT 1123 VINE STREET ( THE 
BOXING GYM ). WE SPOKE TO EMPLOYEE ROBERT. ALL 
CHECKED OK. 


ASSIST B-2 AT 1787 HIGHLAND ( VELERO ) REGARDING 
A POSSIBLE 484 P.C. 


ASSIST F-B-2 AT 1529 CAHUENGA REGARDING TWO 415 
SUBJECTS ON THE PROPERTY. 


BUSINESS CHECK AT 1747 CAHUENGA ( CVS 
PHARMACY ). WE CHECKED THE PARKING LOT FOR 
LAMC VIOLATIONS. NONE OBSERVED. 


OFFICE; UPDATED LOG INFO. 


BUSINESS CHECK AT 7021 HOLLYWOOD BLVD. ( THE 
GALAXY PARKING STRUCTURE ). ALL CHECKED OK. 


BUSINESS CHECK AT 1747 CAHUENGA (CVS 
PHARMACY ). WE CHECKED THE PARKING LOT . ALL 
CHECKED OK. 


BUSINESS CHECK AT 5845 HOLLYWOOD BLVD. ( THE 
SALVATION ARMY ). ALL CHECKED OK. 


RADIO CALL AT THE INKA ALLEY REGARDING SEVERAL 
415 SUBJECTS. WE WERE UTL. 


RADIO CALL AT 6541 HOLLYWOOD BLVD. REGARDING 
A 415 SUBJECT REFUSING TO LEAVE. WE SPOKE TO 
THE R/P. THE SUBJECT LEFT THE LOCATION WITHOUT 
INCIDENT. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE 
H & H PARKING STRUCTURE ). WE CHECKED SEVERAL 
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LEVELS FOR LAMC VIOLATIONS. NONE OBSERVED. 


2030 END OF WATCH. 
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